001574 

M-493.2 


0  4075  005 


/ 


DOT/FAA/RD-92/8 

Research  and 
Development  Service 
Washington,  D.C.  20591 


Performance  of 
Insulated  Pavements  at 
Newton  Field,  Jackman,  Maine 


Maureen  A.  Kestler 
Richard  L  Berg 


U.S.  Army  Cold  Regions  Research  and 

Engineering  Laboratory 

Hanover,  New  Hampshire  03755-1290 


May  1992 


This  document  is  available  to  the  public  through  the 
National  Technical  Information  Service, 

Springfield,  Virginia  22161. 


»s  11  Of  ;»fr 


92-28734 


U.S.  Departmenf  of  Transportation 

Federal  Aviation  Administration 


NOTICE 


This  document  is  disseminated  under  the  sponsorship  of  the 
Department  of  Transportation  in  the  interest  of  information 
exchange.  The  United  States  Government  assumes  no  liability 
for  its  contents  or  use  thereof. 


I.RapottNo.  2.Qo««i]MiwmAocu9ionNo. 

DC)T/FAA/RD-92/8 


4.T1Mand8tjblW« 

Performance  of  Insulated  Pavements  at  Newton  Field,  Jackman.  Maine 


7.  Aultior(t) 

Maureen  A.  Kestler  and  Richard  L.  Berg 


9.  PMtomilng  Oiganiiatian  Nam*  amt  Mdrau 

U.S.  Army  Cold  Regions  Research  and  Engineering  Laboratory 
72  Lyme  Road 

Hanover,  New  Hampshire  03755-1290 


12.  Sponaoflng  Agancy  Nama  and  Mdraaa 

U.S.  Department  of  Transportation 
Federal  Aviation  Administration 
Research  and  Development  Service 
Washington,  D.C.  20591 


15.  Supplafiwnlaiy  Notaa 


U.S.  Army 

Office  of  the  Chief  of  Engineers 
Washington,  D.C.  20314-1000 


Technical  Report  Documentation 


3.  Radplanra  Catalog  No. 


5.  RapoftOiM 

May  1992 


6.  Patfonning  Organizalion  Coda 


8.  Parformlng  OiganizaUon  flaport  No. 

CRREL  Report  92-9 


10.  Wotk  Una  No.  (THAIS) 


1 1 .  Conliaet  or  Gmm  No. 

DTFA  01-89-Z-02050 


13.  Typa  of  Rapad  and  Paciod  Covarad 


14.  Sponaoting  Agancy  Coda 

ARD-200 


In  1986,  the  runway  at  Newton  Field,  a  small  airport  in  Jackman,  Maine,  was  reconstructed  using  a  2-in.-thick  layer  of  ex¬ 
truded  polystyrene  insulation  as  pan  of  the  pavement  structure.  At  the  same  time,  a  nearby  town  road  was  reconstructed 
using  a  conventional  noninsulated  pavement  cross  section  for  relatively  heavy  loads.  Both  pavements  were  monitored  for 
frost  penetration,  frost  heave,  and  seasonal  changes  in  pavement  strength.  Since  frost  penetration  beneath  the  insulation  layer 
of  the  runway  at  Newton  Field  exceeded  empirical  estimates  during  winter  1986-1987,  four  additional  test  sections  with 
varying  combinations  of  insulation  and  subbase  thicknesses  were  constructed  adjacent  to  the  airport’s  parking  apron  during 
summer  1987.  Although  the  thermal  performance  of  the  insulated  pavement  test  sections  was  comparable  to  design  expecta¬ 
tions  for  the  following  three  years,  evidence  of  discontinuities  in  the  insulation  layer  in  the  Newton  Field  runway  demon¬ 
strates  the  insulated  pavement's  susceptibility  to  variations  in  construction  technique  and  site  conditions.  This  report  dis¬ 
cusses  pavement  performance  at  each  of  the  test  sites  over  the  observation  periods  1986-1990  and  1987-1990. 


17.K*yWPnto 

Frost  penetration 
Insulated  pavement 
Insulation 


18.  DMitiuton  SMotwm 


This  document  is  available  to  the  public  through  the 
National  Technical  Information  Service,  Springfield, 
Virginia  22161. 


19.  Saewlty  ClusH.  (of  ttilt  npoo) 

20.  StourNy  Clistif.  (ol  iNt  page) 

21.No.olPmn 

22.  Pile* 

Unclassified 

Unclassified 

29 

Form  DOT  F  1700.7  (8-72) 


Reproductton  of  completed  page  auttioitzed 


PREFACE 

This  report  was  prepared  by  Maureen  A.  Kestler  and  Dr.  Richard  L.  Berg,  Research  Civil  Engineers, 
Experimental  Engineering  Division,  U.S.  Army  Cold  Regions  Research  and  Engineering  Laboratory. 

Funding  for  the  study  of  the  insulated  pavements  at  Jackman,  Maine,  was  provided  by  the  Federal 
Aviation  Administration  (FAA)  as  part  of  the  FAA-US  A  CRREL  Interagency  Agreement  No.  DTFA 
0 1 -89-Z-02050.  The  report  was  technically  reviewed  by  Hisao  Tomita  (FAA)  and  Robert  Eaton  (USA 
CRREL). 

The  authors  wish  to  thank  Richard  Guyer,  (Christopher  Berini,  Wendy  Allen,  and  Alan  Ricard  of 
CRREL  for  their  extensive  field  work.  Their  contributions  were  invaluable  to  this  study. 

The  authors  express  their  gratitude  to  Marcia  and  Blair  Van  Camp  and  family;  Julie  Rankin,  Jack- 
man  Town  Manager;  Wallace  Bisson;  and  Fred  Boyce  for  their  assistance,  and  the  following  CRREL 
employees;  Kristine  Newhall,  Ronald  Atkins,  Timothy  Pangbum,  John  Bement,  Renee  Melendy, 
Elizabeth  Balch,  Randolph  Meyer,  Allan  Delaney,  (Carl  Martinson,  and  the  (CRREL  editing  and 
drafting  staff. 


ii 


CONTENTS 


Page 


Abstract .  i 

Preface .  ii 

Purpose/Scope .  1 

Introduction .  1 

Newton  Field .  1 

Nichols  Road .  1 

Test  sections  1-4 .  1 

Instrumentation .  3 

Freezing  index . 6 

Cracks .  7 

Frost  heave .  9 

Subsurface  temperatures . 10 

Frost  penetration . 12 

Condition  of  the  insulation . 13 

Trench  excavation . 14 

Infrared  photography . 14 

Ground-penetrating  radar . 15 

Nondestmctive  testing . 16 

Thermal  design  of  insulation . 23 

Conclusions . 23 

Reconunendations . 24 

Literature  cited . 24 


ILLUSTRATIONS 


Figure 

1.  Location  of  test  site . 

2.  The  Newton  Field  runway  before  1986 . 

3.  Soil  profiles . 

4.  Typical  cross  sections  of  the  pavements  studied . 

5.  Longitudinal  section  of  the  insulated  test  sections . 

6.  Placement  of  insulation  panels  at  the  test  sections . 

7.  Air  freezing  index . 

8.  Temperatures  at  similar  depths  in  1987-1988  and  1989-1990 . 

9.  Newton  Field  pavement  crack  map . 

10.  Cracks  in  the  Newton  Field  runway . 

1 1.  Profile  of  frost-heaved  centerline  and  corresponding  depth  of  sand  subbase, 

March  1990 . 

12.  Differential  frost  heave  near  station  8+00 . 

13.  Subsurface  temperatures  at  the  study  sites . 

14.  Comparison  of  temperatures  above  and  beneath  the  insulation  at  Newton  Field 

and  in  test  section  1 . 

15.  Progression  of  frost  penetration  with  time,  winter  1987-1988 . 

16.  1987  removal  of  pavement  at  station  30+00 . 

17.  Overlapping  and  damaged  insulation . 

iii 


one  QUALITY  nJaPECTED  0 


2 

3 

4 

5 

5 

6 
6 
6 

7 

8 

10 

10 

11 

12 

12 

13 

13 


Ao«a«sioa  For 


NTIS  8IAAX 

MiC  tJkB 

□ 

Itannaotmtsd 

□ 

JuetiflaatiMi _ 

-3 

Dlstrlb«ti«n/ 


AvailabllitT  Codeq 

lArall  and/or 
Special 


Dlst 


Figure  Page 

18.  Station  7+75,  south  edge  of  Newton  Field  runway . 14 

19.  Variation  in  pavement  surface  temperature  due  to  the  presence  of  a  crack . IS 

20.  Infrared  equipment . 15 

21.  Ground-penetrating  radar  equipment . 16 

22.  Ground-penetrating  radar  profiles . 17 

23.  Applied  load  and  resulting  deflection  basin . 19 

24.  Typical  deflection  basins,  test  sections  2  and  3,  spring  1989 .  19 

25.  Deflection  basin  area  vs  time,  test  sections  2  and  3,  spring  1989 . 20 

26.  Deflection  basin  area,  station  4+50,  Newton  Field,  spring  1989 . 20 

27.  Deflection  basin  area,  Nichols  Road,  spring  1988 . 21 

28.  Water  well  depth  at  Newton  Field,  spring  1989  .  22 

29.  Deflection  basin  areas  along  the  entire  length  of  Newton  lueld,  spring  1988 . 22 

30.  Impulse  stiffness  modulus  at  each  of  the  FWD  test  sites,  spring  1988 . 22 

TABLES 

Table 

1.  Maximum  frost  heave  at  each  of  the  test  sites,  1986-1990  .  9 

2.  Maximum  frost  depth  at  each  of  the  test  sites,  1986-1990 .  13 

3.  Insulation  depths  measured  at  edges  of  the  runway . 14 

4.  Pavement  surface  temperatures  near  station  8+00  recorded  with  infrared 

equipment . 15 

5.  Stations  at  which  ground-penetrating  radar  surveys  were  conducted,  June  1988 .  16 

6.  Locations  where  air  and  pavement  surface  temperatures  were  monitored,  1990- 

1991  winter . 23 


iv 


Performance  of  Insulated  Pavements  at 
Newton  Field,  Jackman,  Maine 

MAUREEN  A.  KESTLER  AND  RICHARD  L.  BERG 


PURPOSE/SCOPE 

Three  pavement  test  sections  located  in  Jackman, 
Maine,  have  been  monitored  by  CRREL  over  the  past 
few  winters:  a  portion  of  the  insulated  pavement  on  the 
Newton  I^eld  runway,  insulated  pavement  test  sections 
adjacent  to  Newton  Held,  and  a  conventional,  noninsu- 
lated  pavement  at  Nichols  Road  (Hg.  la).  To  evaluate 
the  effects  of  polystyrene  insulation  on  pavement  per¬ 
formance,  each  of  the  locations  was  monitored  for  ^st 
petKtration,  frost  heave,  and  variations  in  pavement 
strength. 

This  report  discusses  observations  on  the  perfor- 
marue  of  the  pavements  over  the  duration  of  four  win¬ 
ters:  1986-1987  through  1989-1990.  More  detailed 
results  from  the  first  ( 1 986-1987)  winter  of  observation 
at  the  Newtmi  Field  runway  and  greater  detail  concern¬ 
ing  instrumentation,  the  construction  sites,  aixl  the  test¬ 
ing  program  are  provided  in  Kestler  and  Berg  (1991). 


INTRODUCTION 

The  town  of  Jackman  is  located  in  northwestern 
Maine  at  an  elevation  of  approxirrutely  1 175  ft  above 
mean  sea  level  (Hg.  lb).  It  has  an  average  annual  tem¬ 
perature  of  38°F,  and  a  design  air  freezing  index  of 
af^noxinudely  2570®F  days. 

Newton  Field 

The  runway  at  Newton  Field  was  reconstructed  in 
1 986.  The  old  runway  was  in  extremely  poor  condition, 
as  is  shown  in  Figure  2.  The  longitudinal  and  transverse 
pavement  surface  was  highly  irregular  and  was  disinte¬ 
grating  as  a  result  of  moisture  entering  the  large  number 
of  cracks.  Although  located  in  the  same  vicinity  as  the 
old  runway,  the  new  2900-  x  60-ft  ranway  is  longer, 
wider,  and  at  a  slightly  different  orientation  than  the  old 
runway. 


According  to  U.S.  Army  Corps  of  Engineers  and 
Maine  Department  of  Environmental  Protection  crite¬ 
ria,  the  entire  area  is  classified  as  a  wetlands  zone.  Such 
near-surface  water  table  conditions  presented  a  chal¬ 
lenge  for  both  design  and  construction  personnel.  The 
soil  profile  for  Newton  Held  is  shown  in  Hgure  3a. 

Construction  contracts  for  both  insulated  and  nonin- 
sulated  pavement  were  sent  out  for  bid.  The  insulated 
alternative  was  selected  when  the  bid  was  only  3.6% 
higher  than  the  bid  for  the  conventional  pavement. 

The  project  used  500,000  board  feet  of  2-in.-thick 
extruded  polystyrene  panels.  The  design  was  for  total 
frost  protection  of  the  subgrade.  The  minimum  com¬ 
pressive  strength  of  die  insulation  was  40  psi,  and  the 
design  load  was  a  30,000-lb  single-wheel  load. 

Hgure  4a  shows  the  typical  cross  section  of  the 
Newton  Held  runway.  The  pavement  consists  of  2V2  in. 
of  asphalt  concrete  pavement,  12  in.  of  aggregate  base 
course,  a  2-in.-thick  layer  of  extruded  polystyrene  insu¬ 
lation,  and  a  sand  leveling  course  of  varying  thickness 
(1  in.  minimum),  which  was  separated  fixnn  the  under¬ 
lying  wet  silty  subgrade  by  a  geotextile. 

Nichols  Road 

Also  in  1986,  the  first  150  ft  of  Nichols  Road  was  re¬ 
constructed  to  a  cross  section  very  similar  to  the  non- 
insulated  pavement  alternative  specified  for  the  nmway 
atNewtonHeld.  Hgure  4b  showsatypical  cross  section 
of  3  in.  of  asphalt  concrete  pavement,  9  in.  of  gravel 
base,  and  18  in.  of  sand  subbase.  The  pavement  struc¬ 
ture  is  separated  from  the  wet  silty  subgrade  by  a  geo¬ 
textile.  Figure  3b  shows  the  soil  profile  at  Nichols  Road. 

Test  sections  1-4 

Since  test  results  ftom  the  first  winter  of  observation 
(1986-1987)  showed  substantial  frost  penetration  be¬ 
neath  the  insulation  on  the  Newton  Field  runway,  four 
test  sections  consisting  of  varying  combinations  of  in¬ 
sulation  and  sand  subbase  thickness  were  constructed 


b.  Location  map. 
Figure  1.  Location  of  test  site. 


b.  Boulder  heave. 

Figure  2.  The  Newton  Field  runway  before  1986. 


adjacent  to  the  aircraft  parking  apron  in  July  1987.  The 
test  section  site  was  wet.  but  was  not  as  swampy  as  much 
of  the  runway  site.  Figure  5  shows  a  longitudinal  section 
at  the  test  sections.  The  pavement  consists  of  2V2  in.  of 
bituminous  concrete,  12  in.  of  aggregate  base  course, 
and  2-  and  3-in.-thick  layers  of  extruded  polystyrene 
insulation  in  combination  with  6  and  24  in.  of  sand 
subbase.  Test  section  1  mo.st  closely  approximates  the 
design  used  for  the  in.sulated  runway.  In  contrast  to 
single-thickness  insulation  panel  placement  in  the  run¬ 
way.  insulation  panels  in  the  test  sections  were  placed  in 
multiple  layers  with  joints  staggered  as  shown  in  Figure 
6.  The  soil  profile  is  the  same  as  that  of  the  Newton  Field 
runway  (Fig.  3a). 


INSTRUMENTATION 

The  instrumentation  installed  by  CRREL  during 
construction  of  each  test  site  consisted  of  thermocou¬ 
ples  to  monitor  subsurface  temperatures  and  tensiome¬ 
ters  to  monitor  soil  pore  water  pressures.  Instrumenta¬ 
tion  at  the  test  sections  also  included  thermistors  to  mea¬ 
sure  subsurface  temperatures  above,  within,  and  be¬ 
neath  the  insulation  and  electrical  resistivity  gages  to 
indicate  frozen/nonfrozen  conditions  beneath  the  insu¬ 
lation.  The  groundwater  table  was  monitored  via  water 
wells  at  Newton  Field  and  Nichols  Road.  Frost  heave 
was  measured  by  conducting  periodic  pavement  sur¬ 
face  elevation  surveys  with  an  engineer’s  level  and  rod. 
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Figure  3.  Soil  profiles. 


a.  Newton  Field. 


b.  Nichols  Road. 


a.  The  insulated  runway  pavement  at  Newton  Field. 


I 

b.  The  noninsulated  pavement  at  Nichols  Road. 


Figure  4.  Typical  cross  sections  of  the  pavements  studied. 
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Figure  5.  Longitudinal  section  of  the  insulated  test  sections. 
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Figure  6.  Placement  of  insulation  panels  at 
the  test  sections. 
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Figure  7.  Air  freezing  inde.x. 
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A  concrete  benchmark  was  constructed  by  the  Maine 
Department  of  Transportation  adjacent  to  the  Newton 
Field  test  sections;  a  spike  in  the  concrete  base  of  an  ex¬ 
isting  flagpole  served  as  a  benchmark  at  Nichols  Road. 
Pavement  stiffness  was  measured  nondestructi  vely  with 
a  falling  weight  deflectometer  (FWD). 

Most  tests  have  been  conducted  throughout  each 
winter  and  spring  since  construction;  however,  no  FWD 
tests  were  conducted  during  winter/spring  1989-1990. 

FREEZING  INDEX 

The  air  freezing  index  foreach  winter  was  calculated 


Figure  8.  Temperatures  at  similar  depths  in 
27  J987-J 988  and  1 989-1990. 

from  temperatures  recorded  at  Central  Maine  Power 
(CMP),  located  approximately  one  half  mile  southwest 
of  Newton  Field.  TTie  winter  of  1986-1987  was  an  aver¬ 
age  winter  with  an  air  freezing  index  of  2185'’F  days. 
Although  each  of  the  following  winters  was  sequential¬ 
ly  colder,  the  design  freezing  index  (average  of  the  three 
coldest  winters  in  the  past  30  years)  of 2570®F  days  was 
never  attained  at  Jackman  during  the  four  winters  of 
observation. 

The  air  freezing  index  is  expressed  as  a  function  of 
time  in  Figure  7.  In  contrast  to  the  similarly  sloping 
curves  corresponding  to  the  first  three  winters,  the 
steeper  slope  of  the  1989-1990  freezing  index  indicates 


December  was  a  comparatively  cold  month. 
According  to  CMP’s  records,  not  once  during 
December  1989  did  the  air  temperature  rise 
above  freezing.  By  1  January  1990,  the  air 
freezing  index  was  approximately  twice  that 
determined  for  any  of  the  three  preceding  win¬ 
ters;  however,  as  is  also  shown  in  the  figure, 
the  rate  of  accumulation  in  the  freezing  index 
for  January  1990  was  less  than  during  earlier 
winters.  Although  the  final  freezing  index  for 
1 989-1 990  exceeded  that  of  the  three  previous 
winters,  a  combination  of  the  distribution  over 
time  of  the  colder  temperatures  and  the  pres¬ 
ence  of  heat  at  depth  resulted  in  frost  penetra¬ 
tion  depths  generally  equal  to  or  less  than  those 
of  the  first  three  winters. 

The  warming  at  depth,  throughout  periods 
of  subfreezing  air  temperatures,  is  exemplified 
by  Figure  8.  During  the  month  of  December 
1989  (air  freezing  index  for  winter  1989-1990 
=  2405°F  days),  the  temperatures  4  in.  beneath 
the  insulation  were  considerably  colder  than 
during  the  month  of  December  1987  (air  freez¬ 
ing  index  for  winter  1987-1988  =  2236°F 
days).  Once  the  rate  of  accumulation  in  air 
freezing  index  decreased,  the  temperatures 
shown  for  the  two  winters  were  quite  similar. 

CRACKS 

The  asphalt  concrete  was  placed  in  two  lifts. 
The  first  was  placed  immediately  following 
construction  in  1 986,  and  the  second  was  placed 
in  1987.  Two  major  transverse  cracks  devel¬ 
oped  in  the  first  lift  during  the  first  year:  one  at 
station  8+00,  and  the  second  at  station  30+00. 
Each  of  the  two  cracks  reflected  through  the 
final  layer. 

The  progression  of  crack  development  fol¬ 
lowing  placement  of  the  final  1  V4-in.  asphalt 
concrete  lift  in  1987  is  shown  in  Figure  9.  Al¬ 
though  the  cracks  had  been  sealed  in  Septem¬ 
ber  1989  with  a  rubberized  crack  sealer  and 
polyfiber,  nearly  all  cracks  have  since  re¬ 
opened.  In  all  instances,  the  failure  occurred 
due  to  a  loss  of  adhesion  between  the  asphalt 
pavement  and  the  sealing  agent.  The  crack 
shown  in  Figure  1  Oa  was  unsuccessfully  sealed 
with  silicone  shortly  before  being  lesealed 
with  the  rubberized  crack  sealer. 

Generally,  the  cracks  have  manifested  uiem- 
sel  ves  in  two  varieties:  small  longitudinal  cracks 
typically  occurring  in  localized  groups,  and 
individual  long,  wide,  transverse  cracks.  Elev- 
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Figure  9.  Newton  Field  pavement  crack  map. 
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c.  Settlement  of  pavement  at  station  29+95 
Figure  10  (cont'd). 


en  transverse  cracks  extend  across,  or  nearly  across,  the 
entire  runway,  and  two  transverse  cracks  extend  across 
the  taxiway.  Crack  density  is  particularly  high  at  the 
southeast  (32)  end  of  the  runway;  elsewhere,  cracks  are 
fairly  evenly  distributed. 

The  asphalt  concrete  is  beginning  to  exhibit  signs  of 
secondary  cracking.  One  possibility  is  that  the  base 
course  has  eroded  from  beneath  some  of  the  larger 
cracks;  however,  no  evidence  of  removed  material  has 
been  observed  at  the  edges  of  the  runway.  Figure  10b 
illustrates  a  crack  at  least  9  in.  deep  at  station  16+15,  and 
Figure  10c  shows  the  results  of  the  secondary  cracking 
and  ensuing  settlement  of  approximately  3  in.  at  station 
29+95.  While  Figures  10b  and  c  represent  the  most  ex¬ 
treme  of  the  crack-related  failures  exhibited  by  the  four- 
year-old  pavement,  progressive  deterioration  is  inevita¬ 
ble  unless  the  cracks  are  successfully  sealed. 

No  cracks  have  been  observed  on  the  smaller  pave¬ 
ment  sections  (i.e.,  the  300-  x  125-ft  apron  or  the  80-  x 
20-ft  test  sections)  or  on  Nichols  Road. 

FROST  HEAVE 

As  was  noted  earlier,  frost  heave  was  measured  peri¬ 
odically  with  an  engineer’s  rod  and  level.  Table  1  shows 
the  maximum  vertical  displacements,  which  were  fairly 
similar  throughout  the  four  winters  of  observation.  The 
maximum  frost  heave  at  test  sections  1-4  and  the  non- 


Table  1.  Maximum  frost  heave  at  each  of  the  test  sites, 
1986-1990. 

Approximate  maximum 
vertical  displacement 


Test  sites  _ (in.) 


Insulated  pavements: 

Test  sections  I 

Newton  Field,  surface  elevation  grid 
10  X  25  ft  grid 

25  points  per  100  ft  section  of  grid 

Station  4+00 — Station  5+00  2.5 

Station  5+00 — Station  6+00  1 .5 

Newton  Field,  centerline — every  100  ft 

Station  3+00 — Station  32+00  I 

Station  4+00 — Station  6+00  3 

Station  8+00 — Station  9+00  2 

Station  30+00 — Station  32+00  3 

Noninsulated  pavement: 

Nichols  Road 

Station  0+00 — Station  1+50  (new)  1 

Station  1+50 — Station  2+00  (transition)  2 

_ Station  2+00 — Station  3+00  (old) _ 3^ 


*  Baseline  elevations  from  summer  1987. 

insulated  pavement  at  Nichols  Road  was  approximately 
1  in.  While  the  maximum  frost  heave  along  most  of  the 
runway  was  only  slightly  greater  than  that  observed  at 
the  test  sections,  substantial  frost  heave  occurred  in 
three  localized  areas;  station  4+00  to  station  6+00  ex¬ 
hibited  approximately  3  in.  of  frost  heave;  stations  8+00 
to  9+00,  approximately  2  in.;  and  stations  30+00  to 
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corresponding  depth  of  sand  subbase,  March  1990. 


Figure  12.  Differential  frost  heave  near 
station  8+00.  The  “valley”  is  about  6  in. 
below  the  “ridges." 


32400,  approximately  3  in.  Figure  1 1  shows  both  the 
March  1990  centerline  profile  and  the  depth  of  sand 
subbase  along  the  length  of  the  runway.  The  areas  that 
experienced  appreciable  frost  heave  generally  corre¬ 
spond  to  the  two  ends  of  the  runway  that  were  excavated 
to  a  lesser  depth.  In  addition,  both  ends  of  the  runway 
were  particularly  spongy  during  construction. 

Localized  differential  heave  was  exhibited  each  spring 
in  the  vicinity  of  station  8400  and  between  stations 
29400  and  32400.  Figure  1 2  depicts  the  irregular  pave¬ 
ment  surface  near  station  8400  in  early  April  1988;  in 
this  area  the  differential  movement  was  about  6  in.  A 
variety  of  methods  have  been  employed  to  investigate 
the  causes  of  the  localized  differential  frost  heaving;  the 
methods  and  observations  are  discussed  later  in  this 
report. 

SUBSURFACE  TEMPERATURES 

Subsurface  temperatures  were  recorded  at  the  test 
sites  with  thermocouples  and  thermistors.  Figures  )  3a 
and  b  show  the  changes  in  temperature  with  increasing 


depth  beneath  the  pavement  surface  during  winter  1 987- 
1988  for  the  noninsulated  pavements  at  Nichols  Road 
and  the  unpaved  road  adjacent  to  the  test  sections, 
respectively.  For  any  given  winter  month  shown,  tem¬ 
peratures  gradually  increase  with  increasing  depth  be¬ 
neath  the  pavement  surface.  Figures  13c  and  d  demon¬ 
strate  the  effectiveness  of  the  insulating  layer  for  the 
insulated  pavements  at  the  test  sections  and  the  runway. 

A  distinct  temperature  discontinuity  occurs  immedi¬ 
ately  beneath  the  insulation  on  the  runway  (Fig.  13d). 
Two  vertical  thermocouple  assemblies,  one  located 
both  in  and  above  the  insulation  and  the  second  located 
entirely  below  the  insulation,  are  separated  horizontally 
by  approximately  S  ft.  It  is  believed  that  the  temperature 
discontinuity  between  the  thermocouple  assemblies  is 
caused  either  by  damage  to  the  insulation  or  by  the 
horizontal  separation  of  the  insulation  panels.  The  prob¬ 
lem  probably  occurred  during  construction.  Evidence 
of  this  problem  was  encountered  during  construction 
near  stations  4450  and  8400.  At  both  locations,  trucks, 
bulldozers,  and  other  construction  traffic  caused  a  large 
subgrade  “flow”  that  in  turn  raised  the  insulation.  Under 
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Depth  (in.)  Depth  (in.) 


Temperature  ("F)  Temperature  ("F) 

10  20  30  40  50  60  10  20  30  40  50  60 


a.  Nichols  Road,  winter  1987-1988.  b.  Subsurface  temperatures  at  unpaved  road  ad¬ 


jacent  to  test  sections,  winter  1987-1988. 
Temperature  (“F)  Temperature  (°F) 


c.  Subsurface  temperatures  at  test  sections,  win-  d.  Subsurface  temperatures  at  Newton  Field,  sta 
ter  1987-1988.  tion  4-^50,  winter  1987-1988. 

Figure  13.  Subsurface  temperatures  at  the  study  sites. 


Figure  14.  Comparison  of  temperatures  above  and  beneath  the  insulation  at 
Newton  Field  and  in  test  section  1. 


direction  of  the  resident  engineer,  the  insulation  was  re¬ 
moved,  the  subgrade  was  removed  to  the  desired  depth, 
and  the  geotextile,  insulation,  and  base  course  were  all 
replaced. 

The  difference  in  insulating  ability  of  the  insulation 
at  the  two  pavement  sites  is  also  seen  in  Figure  14.  Al¬ 
though  the  temperatures  at  the  top  of  the  insulation  at 
each  site  are  comparable,  4  in.  beneath  the  insulation  the 
temperatures  differ  substantially  and  fairly  consistently 
over  time.  For  winter  1987-1988,  the  32®F  isotherm 
never  penetrated  to  this  depth  at  the  test  sections,  but  at 
a  comparable  depth  at  the  runway,  the  temperature  re¬ 
mained  below  32'’F  for  nearly  three  months.  This  per¬ 
formance  was  the  same  for  all  three  winters  during 
which  subsurface  temperatures  were  obtained  at  both 
sites. 


FROST  PENETRATION 

The  progression  of  frost  penetration  with  time  is 
shown  in  Figure  15.  For  the  1987-1988  winter,  the  in¬ 
sulated  pavement  at  the  runway  (station  4+50)  allowed 
approximately  2  ft  of  frost  penetration  beneath  the  in¬ 
sulation.  Although  appreciably  less  than  at  noninsulat- 
ed  Nichols  Road,  the  actual  frost  depth  far  exceeded  all 
estimates.  The  unexpected  frost  penetration  beneath  the 
insulation  on  the  runway  during  winter  1986-1987  con¬ 
stituted  the  primary  reason  for  installation  of  the  test 
sections  in  1 987.  In  contrast  to  the  limited  effectiveness 
of  the  insulation  at  the  runway,  the  insulation  at  test 
section  1  prevented  frost  from  penetrating  into  the  sub¬ 
grade.  While  Figure  15  is  based  upon  1987-1988  data, 
the  curves  are  representative  of  each  year,  frost  never 


Figure  15.  Progression  of  frost  penetration  with  time,  winter  1987-1988. 


12 


Table  2.  Maximum  frost  depth  (ft)  at  each  of  the  test  sites, 
1986-1990. 


Frost 

penetration 

Depth  (ft) 

lest  sites 

1986S7 

1987-88 

1988-89 

1989-90 

Air  freezing  index 

(“Fdays)* 

2185 

2136 

2344 

2405 

Nichols  Road 

5 

5.5 

5.5 

5 

Newton  Field  runway 

3.5 

3.5 

4 

3 

Test  section  1 

— 

1.2 

1.6^ 

1.6^ 

Unpaved  road  (adjacent 
to  test  sections! 

— 

5 

5 

4.5 

♦  Design  air  freezing  index  =  2570®F  days. 
1 5  in.  beneath  bottom  of  insulation. 


penetrated  more  than  5  in.  beneath  the  insulation  at  test 
section  1 .  When  frost  did  penetrate  the  insulation,  it  last¬ 
ed  in  the  subbase  less  than  7  weeks  during  winter  1987- 
1988,  and  less  than  3  weeks  during  winter  1989-1990. 
Maximum  frost  depths  at  each  of  the  test  sites  for  each 
year  of  observation  are  summarized  in  Table  2. 

CONDITION  OF  THE  INSULATION 

On  27  July  1987,  a  10-  x  31-ft  section  of  pavement 
near  station  30+00  was  removed  due  to  excessive  local¬ 


ized  settlement  (Fig.  16).  Figure  17  shows  the  overlap¬ 
ping  and  damaged  insulation  that  was  removed  and  re¬ 
placed.  The  damaged  insulation  at  this  particular  loca¬ 
tion  had  been  attributed  by  the  consulting/design  firm  to 
settlement  of  the  backfill  above  the  lO-in.  PVC  sewer 
line  that  crosses  the  runway  at  a  depth  of  approximately 
8  to  9  ft  beneath  finished  grade.  It  is  probable,  however, 
that  similar  insulation  damage  or  separation  of  adjacent 
panels  caused  the  temperature  anomaly  at  station  4+-S0. 
Simil.:^  problems  also  are  probably  responsible  for  the 
substantial  differential  frost  heave  at  both  ends  of  the 
runway.  These  areas  were  undoubtedly  more  unstable 
during  construction  than  areas  with  a  thicker  layer  of 
granular  material  beneath  the  insulation.  Since  the  sub¬ 
grade  possessed  very  low  strength  during  construction, 
movement  of  the  insulation  panels  due  to  construction 
traffic  probably  caused  the  individual  boards  to  move, 
resulting  in  gaps  in  some  locations  and  overlap  in 
others. 

During  the  years  following  the  removal  of  the  pave¬ 
ment  section  at  station  30+^,  a  variety  of  nondestruc¬ 
tive  methods  have  been  employed  in  an  attempt  to  con¬ 
firm  the  suspicion  that  damaged  and/or  separated  insu¬ 
lation  panels  are  not  limited  to  station  30+00.  The 
methods,  discussed  in  subsequent  paragraphs,  have  in¬ 
cluded  hand-excavating  the  base  course  alongside  the 


Figure  17.  Overlapping  and  damaged  insulation. 
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asphalt  concrete  pavement  and  the  use  of  both  infrared 
photography  and  ground-penetrating  radar. 

Trench  excavation 

In  April  1988,  a  2-  x  5-ft  trench  was  hand-excavated 
immediately  adjacent  to  the  north  edge  of  the  runway  at 
station  4-1-25.  The  insulation  proved  to  be  intact,  with  only 
a  V4-in.  gap  between  panels.  A  similar  2-  x  8-ft  trench  at 
station  7-1-75  on  the  south  edge  of  the  runway  again 
yielded  intact  insulation;  however,  a  2V2-io.  gap  was 
observed  between  insulation  panels  (Fig.  18).  A  third 
trench  was  started  at  station  4-f75  on  the  south  edge  of  the 
runway,  but  was  abandoned  when  insulation  was  not 
encountered  at  the  excavated  depth  of  18  in. 

Prior  to  both  the  pavement  removal  at  station  30-1-00 
and  hand-excavating  alongside  the  runway,  in  March 
1987,  25  smaller  holes  were  manually  dug  at  random  lo¬ 
cations  alongside  the  runway  to  determine  the  depth  to 
insulation.  Although  the  plans  specify  1 2  in.  of  aggre¬ 
gate  base  course  atop  the  insulating  layer,  actual  depths  at 
which  insulation  was  encountered  varied  from  6  in.  at 
station  8+ 1 7  to  1 6  in.  at  station  7-fOO.  Measured  depths  to 
insulation  and  respective  locations  are  listed  in  Table  3. 

Infrared  photography 

Figure  19  illustrates  the  variation  in  pavement  surface 
temperatures  in  the  immediate  vicinity  of  a  crack.  In  an 
attempt  to  record  similar  surface  manifestations  of  the 
temperature  variations  caused  by  underlying  gaps  be¬ 
tween  panels  or  by  damaged  insulation,  an  infrared  cam¬ 
era  was  used  by  CRREL  personnel  during  the  spring  of 
1988  to  photograph  the  pavement  surface  (Fig.  20).  The 
equipment  records  the  infrared  image  on  video  tape,  and 
the  corresponding  surface  temperature  of  the  object  is 
indicated  on  the  screen.  Due  to  equipment  problems,  the 


Table  3.  Insulation  depths  (in.) 
measured  at  edges  of  runway. 


Station 

North  edge 
of  runway 

South  edge 
of  runway 

4+50 

_ 

15 

7+00 

16 

— 

7+50 

9 

— 

8+00 

7 

— 

8+17 

6 

10.5 

8+22 

7 

II 

8+27 

7.5 

12.5 

8+50 

7.5 

12.5 

9+00 

7 

13.5 

9+50 

12 

— 

10400 

9 

10.5 

15+00 

13 

10.5 

20+00 

13.5 

14 

25+00 

13 

15.5 

27+00 

— 

12 

30+00 

9 

— 

a.  Trench  excavation. 


b.  Gap  between  insulation  panels 

Figure  18.  Station  7+75,  south  edge  of  Newton  Field 
runway. 

infrared  imaging  feature  was  not  used;  only  surface  tem- 
[)eratures  were  recorded. 

Pavement  surface  grids  were  established  near  sta¬ 
tions  4-1-50  and  8-)-00,  and  surface  temperatures  were  re¬ 
corded.  Although  the  edge  of  the  insulation  was  readily 
apparent,  insulation  discontinuities  were  not  identified. 
The  runway  exhibited  considerably  greater  variation  in 
surface  temperatures  than  did  the  test  sections;  however, 
neither  the  increased  surface  temperature  range  nor  the 
disuibuiion  of  temperatures  could  provide  conclusive 
evidence  that  gaps  were  present  or  that  the  insulation 
was  damaged.  Although  the  temperature  variation  could 
be  indicative  of  gaps  between  panels  or  damaged  insu¬ 
lation,  it  could  also  be  caused  by  nonunifoim  thickness, 
densities,  and/or  water  contents  of  any  of  the  (upper) 
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Figure  19.  Variation  in  pavement  surface  temperature 
due  to  the  presence  of  a  crack. 


Figure  20.  Infrared  equipment. 


pavement  layers;  subtle  differences  in  color  of  the  pave¬ 
ment  surface;  differential  frost  heave;  or  changes  in 
thickness  of  cloud  cover  or  air  temperature  during  the 
time  required  to  move  from  one  grid  point  to  the  next. 

Infrared  tests  were  conducted  under  both  daytime  and 
nighttime  conditions.  Daytime  conditions  included  both 
total  sunlight  and  total  overcast.  Although  absolute 
temperatures  differed,  relative  temperature  ranges  at  a 
specific  site  were  similar. 

Table  4  shows  the  pavement  temperatures  recorded 
near  station  8+00  with  the  infrared  equipment  on  20 
April  1988. 

Ground-penetrating  radar 

Ground-penetrating  radar  investigations  were  con- 


Table  4.  Pavement  surface  temperatures  (°F)  near  station 
ft+OO  recorded  with  infrared  equipment. 


Distance  Temperature  (°F) 


from 

centerline 

(ft) 

Station 
8+00 
8:00  am 

Station 
7+90 
8:10  am 

Station 
7+90* 
8:15  am 

Station 
7+80 
8:20  am 

Station 
7+70 
8:25  am 

27.5  R 

40.0 

40.5 

40.5 

41.0 

42.2 

25.0  R 

40.5 

41.6 

41.4 

42.2 

42.3 

22.5  R 

40.5 

42.1 

42.0 

42.2 

43.0 

20.0  R 

41.0 

41.1 

41.4 

42.5 

42.9 

17.5  R 

40.8 

41.7 

41.7 

43.0 

43.0 

15.0  R 

39.8 

41.4 

41.7 

42.2 

43.0 

12.5  R 

39.9 

41.0 

41.0 

41.0 

42.0 

10.0  R 

40.9 

41.5 

— 

41.6 

— 

7.5  R 

40.5 

40.0 

— 

43.3 

— 

5.0  R 

40.4 

40.6 

— 

42.5 

— 

2.5  R 

39.3 

40.0 

— 

42.0 

— 

0.0 

39.6 

42.2 

— 

42.5 

— 

2.5  L 

42.0 

42.0 

— 

42.3 

— 

5.0  L 

41.2 

41.5 

— 

42.0 

— 

7.5  L 

41.0 

41.5 

— 

41.7 

— 

10.0  L 

40.9 

41.5 

— 

— 

— 

*  Check  for  repeatability. 


ducted  at  Newton  Field  by  CRREL  personnel  on  25-26 
March  1987  and  15-16  June  1988  (Delaney  1988).  The 
primary  objective  of  the  1987  study  was  to  locate  the 
depth  of  frost  penetration  beneath  the  insulation.  Al¬ 
though  the  frost  depth  could  not  be  determined  from  the 
radar  survey,  depths  to  the  insulation  panels  appeared  to 
vary  from  approximately  5  to  24  in.  beneath  the  pave¬ 
ment  surface.  Results  from  the  1987  investigation  are 
discussed  in  further  detail  by  Martinson  (1989)  and  by 
Kestler  and  Berg  (1991). 

The  two  objectives  of  the  1988  survey  were  to  map 
iregularities  in  the  insulation  beneath  the  runway  sur¬ 
face  and  to  locate  buried  vertical  PVC  drain  pipes  asso¬ 
ciated  with  a  separate  study  at  Jackman  conducted  by 
Allen  (1991).  Only  the  insulation-related  investigations 
will  be  discussed  in  this  report. 

As  noted  earlier,  the  two  ends  of  the  runway  had  ex¬ 
perienced  appreciable  total  and  differential  frost  heave, 
and  the  thermocouple  assemblies  at  station  4+-50  had 
indicated  both  a  temperature  discontinuity  and  substan¬ 
tial  frost  penetration  beneath  the  insulation.  Conse¬ 
quently,  ground-penetrating  radar  surveys  were  con¬ 
ducted,  primarily  at  both  ends  of  the  runway.  Pavement 
surface  grids  were  established  at  stations  4+50  and 
30+75.  A  less  detailed  surface  grid  was  set  up  at  station 
30+00,  where  the  section  of  pavement  had  been  re¬ 
moved  and  replaced  in  July  1987.  Additional  radar  sur¬ 
veys  were  conducted  along  the  runway  centerline  and  at 
10  runway  cross  sections.  Nine  of  the  runway  cross  sec¬ 
tions  were  at  the  southeast  end  of  the  runway.  Radar 
survey  stations  are  listed  in  Table  5. 

Figure  21  shows  the  instrumentation,  which  includ- 
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Table  5.  Stations  at  which  ground-penetrating  radar 
surveys  were  conducted,  June  1988. 


Cross  Grid  Repaired  Pavement 
Centerline  sections  sections  runway  lest  section 


Sta  3+00  to 

Sta  16+00 

Sta  4+50 

Sta  30+00  Section  1 

Sta  32+00 

Sta  29+05 

Sta  30+75 

Section  2 

Sta  29+95 

Section  3 

Sta  30+50 
Sta  30+75 
Sta  31+00 
Sta  31+25 
Sta  3 1+50 
Sta  31+75 
Sta  32+00 

Section  4 

ed  an  impulse  radar  control  unit  (XADAR)  coupled  to 
a  SKX)-MHz  antenna.  The  antenna,  which  was  mounted 
on  plywood,  was  towed  or  manually  pulled  across  the 
pavement  surface,  and  data  was  recorded  on  magnetic 
tape. 

Part  of  the  signal  emitted  by  the  radar  equipment  is 
reflected  back  to  the  receiving  antenna  when  an  abrupt 
change  in  water  content  (caused  by  a  change  in  dielec¬ 
tric  constant)  is  detected.  Travel  times  of  radar  emis¬ 
sions  can  be  correlated  to  depths  if  the  electrical  prop¬ 
erties  of  the  subsurface  are  known.  In  the  event  the 
dielectric  constant  is  not  known,  it  can  be  back-calculat¬ 
ed  (Martinson  1989),  provided  the  depth  to  a  particular 
feature  is  known: 

e  =  {tclld)^ 

where  e  =  dielectric  constant 

l  =  “round  trip”  time  of  radar  pulse 
c  =  the  speed  of  light  in  a  vacuum  ( 1  ft/ns) 
d  =  depth  from  the  surface  to  the  known  feature. 

Assuming  the  gravel  base  course  between  the  insu¬ 
lation  and  the  asphalt  concrete  is  of  relatively  uniform 
water  content,  approximate  depths  from  the  pavement 
surface  to  the  bottom  of  the  insulation  can  be  deter¬ 
mined  from  the  graphic  radar  records,  which  resemble 
subsurface  profiles  (Fig.  22).  Typically,  the  uppermost 
set  of  dark  bands  represents  the  antenna  direct  coupling; 
the  next  series  of  bands  represents  the  interface  between 
the  insulation  panels  and  the  subbase  (i.e.,  the  bottom  of 
the  insulation);  and  the  third,  less  distinct  set  is  simply 
a  multiple  of  the  above  insulation/subbase  interface 
bands. 

The  transducer  was  pulled  manually  along  the  cen¬ 
terline  of  the  test  sections;  the  corresponding  radar  rec¬ 
ord  is  shown  in  Figure  22a.  The  unequal  depths  of  the  in¬ 
sulation  at  the  parking  apron  and  test  sections  are  indi¬ 
cated  by  the  discontinuity  in  the  second  set  of  dark 
bands. 


In  contrast  to  the  relatively  uniform  depth  of  the 
insulation  panels  at  the  test  sections.  Figures  22b  and  c 
show  the  irregular  base  course  thickness  and  corre¬ 
sponding  nonuniform  depth  of  the  insulation  panels 
along  the  centerline  at  the  two  ends  of  the  runway.  For 
the  insulation  panels  at  shallow  depths,  the  vertical 
stresses  imposed  by  the  design  single-wheel  load  of  30 
psi  exceed  the  panels’  40  psi  compressive  strength.  It  is 
possible  that  this  could  lead  to  crushing  of  the  insulation 
and  ultimately  lower  the  efficiency  of  the  insulating 
layer.  In  Figure  22d,  the  individual  2-ft  wide  panels  can 
be  identified  and  are  indicated  on  the  figure. 

NONDESTRUCTIVE  TESTING 

Pavement  stiffness  was  measured  nondestructively 
with  the  CRREL  falling  weight  dcflectomcter  (FWD)  at 
each  of  the  test  sites  and  along  U.S.  Route  201  north  of 
Jackman  during  winter-spring  of  1986-1987,  1987- 
1988,  and  1988-1989. 

Briefly,  the  FWD  operates  as  follows:  An  impulse 
load  is  applied  to  the  pavement  surface  through  a  1 2-in.- 
diameter  circular  plate,  and  seven  sensors,  spaced  at  de¬ 
sired  distances  from  the  center  of  the  load,  measure  vel- 


Figure  21.  Ground -penetrating  radar  equipment. 
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d.  Cross  sections  at  east  end  of  Newton  Field,  stations  29+05  and  31  +00 
Figure  22  (cont'd).  Ground-penetrating  radar  profiles. 


ocity.  Maximum  vertical  deflections  at  each  sensor  are 
determined  by  integrating  the  velocity-time  history. 
The  cross  sectional  area  (through  the  center  of  the  plate) 
bounded  by  the  undeformed  pavement  surface  and  the 
vertically  displaced  pavement  surface  is  termed  the 
deflection  basin  area  (Fig.  23). 

With  the  exception  of  the  thickness  of  the  insulating 
layer,  the  cross  sections  for  test  sections  2  and  3  are 
identical.  Consequently,  differences  in  the  shape  and 
area  of  the  deflection  basins  in  Figure  24  are  attributed 
primarily  to  the  additional  1-in.  thickness  of  insulation 
in  test  section  3. 

The  deflection  basin  areas  of  test  sections  2  and  3 


through  winter/spring  198&-1989  are  shown  in  Figure 
25.  In  1989.  the  pavement  and  base  course  in  the  test 
sections  remained  frozen  through  mid-March.  This  is 
reflected  by  the  small  deflection  basin  areas  in  the  fig¬ 
ure.  The  areas  increased  in  late  March  and  remained 
relatively  constant  through  early  May  while  the  ground- 
water  table  immediately  adjacent  to  the  test  sections 
remained  high.  High  pavement  temperatures  also  caused 
larger  areas. 

Figure  26  contains  similar  data  for  station  4-t-SO  on 
the  Newton  Field  runway.  The  figure  expresses  area, 
impulse  stiffness  modulus  (ISM),  and  resilient  modulus 
in  terms  of  ratios  to  initial  (15  Oct  1987)  reference 
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Figure  24.  Typical  deflection  basins,  test  sections  2  and  3.  spring  1989. 
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Figure  25.  Deflection  basin  area  vs  time, 
test  sections  2  and  3,  spring  1989. 


a.  Deflection  basin  area  ratio,  resil¬ 
ient  modulus  ratio,  and  ISM  ratio. 
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b.  Correlation  between  deflection 
basin  area  and  resilient  modulus. 


Figure  26.  Deflection  basin  area,  sta¬ 
tion  4 +50,  Newton  Field,  spring 1989. 
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values.  The  normalized  deflection  basin  area  is  referred 
to  as  the  de-flection  basin  area  ratio  (Janoo  and  Berg 
1990).  Resilient  moduli  were  approximated  using  de¬ 
flections  from  the  third  sensor  and  assuming  a  homoge¬ 
neous,  linearly  elastic,  one-layer  system  (Yoder  and 
Witczak  1975).  ISM  is  a  stiffiiess  indicator  defined  as 
the  ratio  of  the  applied  load  to  the  center  deflection 
(Alexander  et  al.  1989).  For  insulated  pavements,  it  is  a 
poor  indicator  of  stiffness  because,  again,  the  higher 
temperatures  (recorded  during  FWD  testing)  attained 
by  an  insulated  pavement  result  in  lower  asphalt  con¬ 
crete  (A/C)  moduli,  and  these  lower  moduli  result  in 
higher  deflections.  So  the  ISM  can  disproportionately 
serve  as  an  indicator  of  the  A/C  stiffness  rather  than  the 
pavement  stiffness.  Existing  temperature  corrections 


apply  only  to  conventional  noninsulated  pavements.  A 
reasonable  correlation  between  deflection  basin  area 
and  resilient  modulus  is  seen  in  Figure  26b. 

Analogous  curves  for  the  noninsulated  pavement  in 
Nichols  Road  for  winter-spring  1987-1988  are  shown 
in  Figure  27.  Of  the  three  relationships  shown,  the  area 
ratio  most  clearly  defines  the  periods  of  thaw  weaken¬ 
ing  and  recovery  for  the  noninsulated  pavement.  The 
correlation  between  the  deflection  basin  area  and  ap¬ 
proximated  resilient  modulus  for  the  noninsulated  pave¬ 
ment  is  quite  high. 

While  conventional  pavements  typically  peak  and 
recover  with  time,  as  shown  in  Figure  26b,  the  deflec¬ 
tion  basin  area  of  the  insulated  pavement  remains  larger 
than  the  conventional  pavement,  yet  relatively  constant 


a.  Deflection  basin  area  ratio,  resil¬ 
ient  modulus  ratio,  and  ISM  ratio. 


b.  Correlation  between  deflection 
basin  area  and  resilient  modulus. 


Figure  27.  Deflection  basin  area, 
Nichols  Road,  spring  1988. 
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through  the  spring  and  summer,  with  fluctuations  caused 
primarily  by  changes  in  pavement  temperature.  This  is 
probably  due  to  a  combination  of  reasons: 

1.  The  insulation  prevents  frost  from  penetrating  in¬ 
to  the  subgrade,  so  the  subgrade  never  undergoes  thaw 
weakening. 

2.  The  high  groundwater  table  (Fig.  28)  causes  the 
subgrade  to  remain  quite  weak  throughout  the  year. 

3.  The  insulating  layer  has  a  much  lower  strength 
than  the  other  layers. 

The  localized  peaks  in  basin  area  occurred  on  days 
when  the  pavement  temperature  was  high.  Since  insulat¬ 
ed  pavements  can  attain  higher  temperatures  than  nonin- 
sulated  pavements,  the  reduced  A/C  moduli  are  reflected 
in  larger  deflection  basin  areas.  No  temperature  cor¬ 
rections  were  applied  to  the  deflections. 

Deflection  basin  areas  along  the  entire  length  of  the 
nmway  are  shown  in  Figure  29  for  winter-spring  1987- 
1988.  The  largest  deflection  basin  areas  coincide  with 
locations  that  experienced  excessive  frost  heave  and 
areas  where  the  subbase  was  generally  around  6  in.  thick. 

Figure  30  shows  the  ISM  at  each  of  the  FWD  test  sites 
and  also  on  U.S.  Route  201.  U.S.  Route  201  is  a  con¬ 
ventional,  noninsulated  pavement,  but  the  A/C  and  the 
base  course  layers  are  thicker  than  at  Nichols  Road.  Al¬ 
though  the  pavement  strength  of  the  insulated  pavements 
is  less  than  that  of  the  noninsulated  pavements,  the 
insulated  pavements  did  not  exhibit  significant  loss  of 
strength  during  spring  thaw. 

THERMAL  DESIGN  OF  INSULATION 

For  a  design  air  freezing  index  of  2570°F  days,  the 
Departments  of  the  Army  and  Air  Force  (1985)  require 
an  insulation  thickness  of  iqtproximately  3  in.  Both  the 
general  rule-of-thumb  of  V2-in.  of  insulation  for  each 
SOO^F  days  of  design  freezing  index  and  Ontario’s  old 
approximation  of  25  mm  for  each  555°C  days  result  in 
2V2  in-  Ontario’s  updated  design  chart,  developed  fol¬ 
lowing  an  extensive  study  at  Val  Gagne  Experimental 
Site  in  Ontario  (MacMaster  and  Wrong  1986),  also 
yields  an  insulation  thickness  of  approximately  2V2  ui. 
Each  of  these  methods  ensures  designs  that  prevent  flost 
penetration  into  the  subgrade.  During  the  three  winters  of 
observation  at  the  test  sections,  the  32°F  isotherm  pene¬ 
trated  through  the  bottom  of  the  2-in.-thick  insulation  in 
test  section  1  but  not  into  the  subgrade.  From  these  data, 
it  qtpears  that  the  test  section  field  results  conformed 
well  to  design  thicknesses.  During  a  design  winter,  frost 
is  expected  to  penetrate  the  2-in.  insulation,  but  probably 
not  the  3-in.  insulation.  Although  winters  in  Jackman 
during  the  observation  period  ranged  from  average  to 
colder  than  average,  the  design  freezing  index  was  never 
attained. 


Table  6.  Locations  where  air  and  pavement  surface 
temperatures  were  monitored,  winter  1990-1991. 

Typt  of  Condition  of 

_ Location _ pavement _ insulation _ 

Nichols  Road  Noninsulated  — 

Test  sections  Insulated  Intact 

Newton  Held 

Station  4.I.50  Insulated  Assumed  to  be  damaged 

Station  18^O0 _ Insulaletl _ Assumed  to  be  intact _ 

To  minimize  surface  icing,  insulation  is  typically  re¬ 
quired  to  be  at  a  minimum  depth  of  18  in.  beneath  the 
pavement  surface.  Both  the  questionable  integrity  of  the 
insulation  panels  beneath  the  runway  and  the  rqiparent 
range  in  depth  to  the  insulating  layer  could  promote  dif¬ 
ferential  icing  under  certain  envirorunental  conditions. 
Since  visual  observations  have  been  limited  to  periodic 
visits  of  CRREL  personnel  to  the  site,  temperature  sen¬ 
sors  were  installed  in  1990  at  a  variety  of  locations  to 
monitor  both  air  and  pavement  surface  temperatures 
during  winter  1990-lWl  (Table  6). 

CONCLUSIONS 

1 .  During  the  four  winters  of  observation,  flxist  heave 
at  the  insulated  test  sections  was  comparable  to  that  of 
the  conventional,  noninsulated  pavement  at  Nichols 
Road;  however,  frost  heave  in  localized  areas  of  the  in¬ 
sulated  runway  appreciably  exceeded  that  in  Nichols 
Road. 

2.  Although  the  design  air  freezing  index  of  2570°F 
days  was  never  attained  during  the  four  winters  of  ob- 
seivation,  the  winter  of  1986-1 987  was  an  average  win¬ 
ter,  and  the  following  three  winters  have  been  progres¬ 
sively  colder.  Since  the  32°F  isotherm  penetrated  through 
the  2-in.-thick  insulation  at  the  test  sections,  but  never 
deeper  than  5  in.  into  the  subbase,  it  appears  that,  as  long 
as  Ae  continuity  and  integrity  of  the  insulation  are 
maintained,  field  results  conform  well  to  design  thick¬ 
ness  (Kestler  and  Berg  1989). 

3.  EvideiKe  of  insulation  irregularities  or  discontin¬ 
uities  exists  at  both  ends  of  the  runway: 

•  Damaged  and  overitqrped  insulation  was  uncov¬ 
ered  and  replaced  when  a  section  of  the  pavement 
at  station  3(>f00  was  removed  in  July  1987. 

•  Data  from  the  thermocouple  assemblies  at  station 
4-1-50  show  a  distinct  temperature  discontinuity  im¬ 
mediately  beneath  the  insulation. 

•  Each  winter,  both  ends  of  the  runway  exhibited 
substantial  frost  heave  with  localized  areas  of  sub¬ 
stantial  differential  frost  heave. 

•  Ground-penetrating  radar  results  showed  an  ex¬ 
tremely  irregular  insulation  surface  with  an  appar¬ 
ent  range  in  depth  to  the  insulation/subbase  inter¬ 
face  of  approximately  5  to  24  in.  Dqrflis  to  the  t(^ 
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of  the  insulation  immediately  adjacent  to  the  edge 
of  the  nmway  at  25  Giand-excavated)  random  loca¬ 
tions  ranged  from  6  to  16  in.  One  of  the  two  larger 
hand-excavated  trenches  alongside  the  runway  re¬ 
vealed  a  2V2-m.  gap  between  insulation  panels. 

•  Based  upon  results  of  FWD  tests,  both  ends  of  the 
runway  exhibited  considerably  larger  deflection 
basin  areas  than  the  middle  of  the  runway. 

4.  Although  pavement  stiffiiess  of  the  insulated 
pavement  was  less  than  that  of  the  conventional  nonin- 
sulated  pavement,  the  insulated  pavement  did  not  ex¬ 
hibit  any  significant  loss  of  stiffness  during  spring  thaw. 

5.  For  an  insulated  pavement,  the  modulus  of  as¬ 
phalt  concrete,  and  therefore  the  center  deflection,  are 
particularly  sensitive  to  the  pavement  temperature. 

6.  The  insulated  pavement  can  perform  well,  as  was 
demonstrated  by  both  the  insulated  test  sections  and 
areas  along  the  runway  with  a  thick  granular  subbase. 
Pavement  performance  does,  however,  appear  to  be 
quite  dependent  upon  construction  quality  control  and 
upon  the  presence  of  a  stable  working  platform  during 
construction  as  was  demonstrated  by  both  ends  of  the 
runway. 

RECOMMENDATIONS 

1 .  Field  investigations  confirm  that  gaps  in  excess  of 
2  in.  have  developed  between  the  buried  insulation 
panels  in  the  shoulder  area  immediately  adjacent  to  the 
asphalt  pavement,  indicating  that  similar  discontinui¬ 
ties  have  probably  developed  beneath  the  asphalt  pave¬ 
ment  itself.  Further  studies  are  reconunended  to  assess 
the  thermal  effects  of  panel  spacing  on  both  the  thermal 
regime  and  frost  heaving  of  insulated  pavements. 

2.  Extreme  pavement  distress  is  exhibited  by  cracks 
up  to  9  in.  deep  and  by  severe  secondary  cracking.  It  is 
recommended  that  both  the  pavement  surface  and  the 
underlying  insulation  be  monitored  for  horizontal  dis¬ 
placement.  From  this  it  could  be  determined  whether 
die  extreme  crack-related  failures  are  due  to  differential 
movement  caused  by  the  extreme  temperature  fluctua¬ 
tions  experienced  by  insulated  pavements,  movement 
of  the  asphalt  concrete  and  frozen  base,  or  shrinkage  of 
the  asphalt  concrete  due  to  accelerated  aging. 

3.  A  design  procedure  for  insulated  pavements  using 
CRREL's  FROSTl  model  should  be  developed. 
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